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How to reset the Anti Flood Valve 
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INFORMATION 

X 


OVERFLOW DEVICE 


The walcr inlet solcntnd vijlvc is equipped with an overlltnv deviee whieh mechiinieiilly slops 
ihe vvuter Hovv if there is a malfunelicm in the solcnnid valve or in the hniler water level Moat. 


Ti) restore mirriial tipcralion of the st)lcnoid vah e do as follows: 
-shut oiTlhe external lap: 

- drain the solenoid valve reservoir by diseonnecting the over How hose ( 1 ): 

- loosen ihe walcr supph pipe nut lo relieve the residual pressure (2): 

- re-tighlen the nuL switch the machine on and reopen the exlemal lap. 
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